14th conference Dallas 2010 


The 14" International EME Conference was held in 2010 in Irving, Texas in the Dallas-Ft. Worth area. The conference was chaired by Al, W5LUA, Barry, VE4MA and Tony, 
WAS8RIJF with the support and assistance of the North Texas Microwave Society. 


The 14th International EME Conference was a great success with 164 registrants! Al, WSLUA deserves our recognition and thanks for the superb job he did in leading this 
effort. The hospitality activities, surplus deals and tours were truly outstanding. The only complaint | heard was that it was too short a time. There was certainly at lot lost 
sleep as the hospitality suit kept going into the wee hours. We had 82 people pre-registered and 52 walk-ins for a total of 134 people registered for the conference. We had 
an additional 30 women registered for a grand total of 164. | was very pleased with the attendance numbers. The final count for the Saturday evening banquet was 137. 
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